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Background: Fractures of the proximal femur, including fractures affecting the 
pertrochanteric region, have become a public health problem. Owing to aging 
of | Of the population, we have to operate on even more elderly patients who 
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Twenty-five consecutive patients of either sex with age more than 60 years 
(range, 60-84) having pertrochanteric fractures were operated upon with 
PFLCP. A.O classification was followed in the study and Singh’s index for 
osteoporosis was calculated. Operating time, blood loss and any technical 
difficulty with the implant were recorded. Patients were followed clinically and 
radiologically for union at fracture site and implant-related complications for a 
, period of 24 months. The Harris Hip Score was used to document hip functions 
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Revised: 25 June 2021 at final follow-up. servations: Amongst the patients, the average 
Accepted: 01 July 2021 operation time in our study was 66.60+10.57 minutes. The average radiological 
Published: 22 December 2021 union was 3.40+0.63 months (13.6 weeks). Average time for full weight bearing 
was 13.124+1.90 weeks. There were two cases of wound infection, one case of 
coxa vara and one case of a proximal screw back-out. There was no case of plate 
lift or screw breakage. There was no case of non-union. Conclusion: The PFLCP 
can be a feasible alternative to the treatment of peritrochanteric fractures. 
Treatment with PFLCP can provide good-to-excellent healing in osteoporotic 
bones having comminuted and unstable peritrochanteric fractures, with a 
limited occurrence of complications. 
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INTRODUCTION people which get easily fractured.[! These 
fractures are more common in females than in 
males probably as a result of several factors 
like wider pelvis in women leading to 
tendency for coxa vara, women being less 
active develop osteoporosis which is further 
enhanced by post-menopausal changes.|L2] 


Aided by the advances of the modern medical 
science, expectancy of life of people over the 
world has increased and the incidence of 
peritrochanteric fractures has been on the rise 
because of osteoporotic bones of the elderly 
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Majority of these fractures occur due to direct 
trauma and major chunk of it is due to a 
simple fall. Hip fractures can lead to severe 
morbidity and mortality especially in older 
adults. Allowing patients to get out of bed 
earlier and promoting early mobilization is 
necessary to prevent complications such as 
deep vein thrombosis, bed sores, pulmonary 
infection and muscle atrophy. Therefore, 
treatment should be so planned as to get union 
without deformity and early mobilization of 
the patient. What must be remembered is that 
osteoporotic bones have distinct 
morphological characteristics that influence 
its biomechanical properties and therefore the 
choices and techniques for internal fixation 
should be well planned out.[2 


Various implants which are commonly used 
for fixation of these fractures are sliding hip 
screw (DHS), cephalo-medullary nails (PFN, 
PFNA-I, Gamma Nails) and angular blade 
plates. PF-LCP is part of new generation of 
plates developed in an effort to increase early 
mobilization of patients. They are theoretically 
superior to intramedullary nails because they 
can be applied with less bone injury and 
provide stabilization through placement of 
more screws at different angles into the 
proximal part of femur. These plates provide 
angular as well as rotational stability making 
them ideal for less stable and comminuted 
fractures. PF-LCP can also be slid 
subperiosteally without much dissection thus 
reducing the operation time and bleeding 
which is advantageous as elderly patients 
have poor cardiac reserves.|4] 


MATERIAL AND METHODS 


This prospective study conducted from July 
2015 to October 2017, included 25 elderly 
patients (9 males and 16 females) above the 
age of 60 years with pertrochanteric fractures 


admitted in our hospital. This was done to 
focus our study on osteoporotic bones in the 
elderly. Only closed fractures without any 
neurovascular compromise or intra-articular 
extension were considered. Our exclusion 
criteria included patients below 60 years of 
age, previous fracture around proximal femur, 
multiple fractures, open fractures, fractures 
more than 3 weeks old and patients with 
multiple comorbidities. After admission all 
the patients were thoroughly assessed for any 
other injury and a comprehensive muscle 
skeletal examination along with detailed 
history taken. Plain X-ray was done for AP 
view of pelvis including both hips and also of 
femur including the knee joints. Skin traction 
was applied to immobilize the limb and 
necessary investigations were done for 
anaesthetic fitness for surgery. Since our study 
involves elderly persons, all the patients were 
listed for surgery only after anaesthetic 
clearance and investigations like echo- 
cardiography were done when required. All 
patients were evaluated for osteoporosis and 
were given scores according to Singh’s index. 


Operative technique: 


All the patients in our study were operated 
with PF-LCP. Under spinal anaesthesia and 
aseptic conditions, patient was put on spica 
table and contralateral leg was placed on leg 
holder. Closed reduction was achieved by 
giving traction and it was checked under c- 
arm in both AP and lateral view. In highly 
comminuted and unstable fractures that could 
not be reduced adequately by closed 
reduction, we reduced them intra-operatively. 


A direct lateral 10-12 cm incision was given 
starting from the tip of greater trochanter and 
extending distally. Then subcutaneous tissue 
and iliotibial band was cut in line with the skin 
incision opening vastus lateralis muscle. We 


254 


Copyright: ©The author(s), published in Annals of International Medical and Dental Research, Vol-8, Issue-1. This is an open access article 
under the Attribution-Non Commercial 2.0 Generic (CC BY-NC 2.0) license. (https://creativecommons.org/licenses/by-nc/2.0/) 





Annals of International Medical and Dental Research 


E-ISSN: 2395-2822 | P-ISSN: 2395-2814 
Vol-8, Issue-1 | January-February 2022 
DOI: 10.53339/aimdr.2022.8.1.33 


Page no- 253-260 | Section- Research Article (Orthopaedics) 


preferred to elevate the vastus lateralis off and 
used pointed reduction forceps to maintain 
the reduction. If needed bone hooks or bone 
spikes were used to get satisfactory reduction. 
Then PF-LCP was placed on the lateral aspect 
of proximal femur across the fracture site. 
Plate was temporarily fixed to shaft by K- 
wires and both alignment of plate and 
reduction was checked in AP and lateral 
views. Guide wires were inserted through 
guide sleeve in proximal hooded portion. 
After getting the desired position of guide 
wires in AP and lateral views, drill holes were 
made using cannulated drill bits over guide 
wires and appropriate size screws were 
inserted upto the subchondral bone. Position 
and length of all the screws was rechecked 
under c-arm in both AP and lateral views. The 
plate was then fixed distally to the femoral 
shaft with a minimum of 3-4 screws. In 
comminuted fracture, holes at the fracture site 
were left empty to increase working length. 
Wound was closed in layers over a suction 
drain. Drain was removed on 3" post- 
operative day. Post-operatively patients were 
given quadriceps exercises and allowed non- 
weight bearing ambulation 2 days after the 
surgery. Toe touch weight bearing was started 
at 4 weeks and full weight bearing at 8 weeks, 
subject to union criteria. Patients were 
followed up at 4 weekly intervals for first three 
months and looked-for signs of union, varus 
collapse, hardware failure and limb 
shortening. 


RESULTS 


In our study, 25 patients were considered, all 
above the age of 60 years. Minimum and 
maximum age in our study was 60 and 84 
years respectively, with average age of 69.08 
years. Our sample was such taken so that we 
could do our study in osteoporotic bones. In 
our study females have outnumbered males 


with a ratio of 1.77:1. Out of 25 cases, there 
were 16 females (64%) and 9 males (36%). 


In our study, majority of patients 18 (72%) (out 
of 25 cases) have suffered injury through fall 
(low energy trauma) and rest of the patients 7 
(28%) (out of 25 cases) suffered injury because 
of high energy trauma (RTA, assault). 


In our study as per A.O classification,2! A1 
fractures constituted 48%, A2 comprising of 
44% and A3 comprising of 8% as shown in 
Table 1. In Table 2, as per Singh’s index we had 
24% patients in Grade 1 osteoporosis, 36% in 
Grade 2 and 28% in Grade 3.l&! There were 4% 
and 8% cases in Grade 4 and 5 respectively. 
Mean time interval between injury and 
surgery was 5.36+2.93 days. Average time of 
surgery was 50-70 minutes with mean being 
66.60+10.57 minutes as shown in Table 3. Most 
of the patients were mobilized by 3™ post- 
operative day and were discharged by 10th 
post-operative day. Most of the patients were 
able to bear full weight between 12-15 weeks 
with mean of 13.12+1.90 weeks. We followed 
up the patients from 08-22 months in this 
study. The range of motion at 6 months follow 
up was ranging from 160-225° with mean of 
205.2+15.17 degrees. As per Harris Hip 
Score,|4] most of the patients in our study had 
good to excellent results (88%).Only 12% had 
fair to poor results in our study as shown in 
[Table 4]. 


In higher grades of osteoporosis, excellent 
results were observed in 50% of patients in 
Grade 1 and 55% in Grade 2, indicating that 
locking plate gives better results in 
osteoporotic patients, while in patients with 
lower grades of osteoporosis i.e. 3,4 and 5, 
excellent results were observed in 28.5%, 100% 
and 50% respectively. Two patients (8%) 
developed wound infection, one superficial 
(4%) and one deep (4%). One patient (4%) 
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developed coxa vara and one patient (4%) had 
screw back-out of one of the proximal hood 
screws of PF-LCP. 


Table 1: Distribution as Per A.O Classification 





Table 3: Duration of Surgery 
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Table 4: Final Results As Per Modified Harris Hip Score 
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Figure 1: A) Pre-Operative X-Ray, B) Placement of Guide Wires into Neck Femur 





Figure 2: Placement of Guide Wires into Neck Femur in AP & Lateral Views Under Image 
Intensifier 





257 


Copyright: ©The author(s), published in Annals of International Medical and Dental Research, Vol-8, Issue-1. This is an open access article 
under the Attribution-Non Commercial 2.0 Generic (CC BY-NC 2.0) license. (https://creativecommons.org/licenses/by-nc/2.0/) 


Annals of International Medical and Dental Research 
E-ISSN: 2395-2822 | P-ISSN: 2395-2814 


IN 
Vol-8, Issue-1 | January-February 2022 
DOI: 10.53339/aimdr.2022.8.1.33 


Page no- 253-260 | Section- Research Article (Orthopaedics) 


Figure 3: A) First Post-Operative Day X-Ray, B) After 6 Months 
Final Clinical Outcome 
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Figure 5: A) Abduction, B) Adduction 





Figure 6: A) Internal Rotation, B) External Rotation 
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DISCUSSION 


In the present study, 25 patients of 
pertrochanteric fracture of femur above the 
age of 60 years were considered. Our sample 
was such taken that we could do our study in 
osteoporotic bones. The best treatment of 
these fractures is debatable. The aim of study 
was to achieve union at the fracture site and 
lower the usual complications associated with 
its fixation. Objective of our treatment is early 
mobilization and weight bearing so that 
patient can regain their pre-injury functional 
status. To achieve such goals, we need an 
implant which has an inherently stable 
construct independent of bone quality and 
does minimum damage to the vascular supply 
of the bone and has low complication rate. PF- 
LCP helps us to achieve that goal. 


Recently PF-LCP has been introduced as a 
new implant that allows angular stable plating 
for the treatment of complex comminuted and 
osteoporotic fractures. This plate acts as a 
fixed angle internal fixator and achieves 
greater stability compared with 
DHS/DCS/ Angle blade plate while avoiding 
excessive bone removal and is ideal in 
osteoporotic bones.[Z282]1 Proximal locking 
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